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1 6SA GEN. REG. NO. 27 

UNITED STATES GOVERNMENT 

Memorandum, 


)0060«42-9 


:o 


Director of Communications 


date: 7 December 1966 


"ROM : Chief, Engineering Staff, OC 


subject: Engineering Staff Monthly Report for November 


25X1 A6a 


25X1 A6a 


- 25X1 A2d1 

A three- man team from OC-E is in setting up the 

operational system. The equ ipment was commercial air shipped to 25X1 A6a 

but two boxes went astray in^^^^l These were located and all the gear 25X1 A6a 
was in^^Hby 2 k November. 


*■** 25X1 A9a A new eng i ne er, Mr. a graduate from the University of Dayton, 

entered on duty and was assigned to the SP/Center Staff. We have four 
engineers in the T1 cleared” status with EOD of 5 December for one and the 
remaining three in January. 


25X1 A9a 

® agb 

% 7-390 ^ 

o -See. S^/ „„ Trli'ac-y^ -frrjif parbo., ^ Q*S> /*-P. 
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